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THE  ADDRESS  TO  BE  V^RITTEN  ON  THIS  S'DE 


ST.  JOHN'S  CHURCH.  This  was  originally  erected  in  )j>56, 
and  the  church  given  its  present  name  in  1827.  In  jlne, 
1813,  it  was  saoked,  and  later  repaired.  On  August  7,  18(11, 
(the  first  year  of  the  Civil  War)  it  was  burned  ;  the  orhjiuat 
walls  stood  and  the  building  was  restored  during  I86T-J7O. 
Distinguished  dead  are  buried  in  the  churchyard,  many  of 
which  took  an"  active  part  in  the  early  history  of  this  couu  try. 


